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chamber doore, could not be let in, but of purpose (as it seemed) was compelled to waite among the pages, lackies, and serving-men all alone. D. Buts the Kings physician resorting that way, and espying' how my lord of Canterbury was handled, went to the King's highnesse, and said: ' My lord of Canterbury, if it please your grace, is well promoted j for now he is become a lackey or a serving man, for yonder hee standeth this halfe hower at the counsaile chamber doore amongste them.' 4 It is not so (quoth the King), I trowe, nor the counsail hath not so little discretion as to use the rnetropolitane of the realme in that sorte, specially being one of their own number. But let them alone (said the King), and we shall heare more soone.' Anone the archbishop was called into the counsaile chamber, to whom was alleadged as before is rehearsed. The archbishop answered in like sort, as the King had advised him; and in the end when he perceived that no maner of persuasion or intreatie could serve, he delivered them the Kings ring, revoking his cause into the Kings hand. The whole counsaile being thereat somewhat amazed, the Erie of Bedford with a loud voice confirming his words with a solemne othe said, ' When you first began the matter, my lordes, I told you what would come of it. Do you thinke that the King would suffer this mans finger to ake ? Much more will he defend his life (I warrant you) against brabling varlets. You doe but cumber yourselves to hear tales and fables against him.' And incontinently upon the receipt of the Kings token, they all rose, and carried to the King his ring, surrendring the matter, as the order and use was, into his own hands.
" When they were all come to the Kings presence, his highnesse with a severe countenance said unto them : c Ah, my lordes, I thought I had wiser men of